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Date: 21-07-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 894 (since 15t" March 2020) 
¥@) Positive Today: 183 #Q Recovered Today: 117 
4 Death Today: 00 %. Active Cases: 808 
S*’’ Sample Positivity today: 9.95% | R% Recovery Percentage: 95.30% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 95347 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 90869 (95.30%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3384 (3.55%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 286 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1656 
6. Total number of samples sent for COVID-19 testing today: 2294 
7. Total number of cumulative samples found negative since 01.01.2022: 1419194 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative : Positive j 
H Cumulative 5 Cumulative 
in last 24 s in last 24 : 
hours Se hours oe 
01.01.2022 01.01.2022 


Haridwar 198 is3 | 3isais_ | 9 | 13399 | 328687 | 27 
Details of Districts having Positive COVID-19 Cases 
Almora 4577 4155 16 4 402 
Bageshwar 2098 2003 0 0 95 
Chamoli 3245 3125 9 3 108 
Champawat 1915 1894 1 20 
Dehradun 34779 33659 568 180 372 
Haridwar 13399 13078 58 27 236 
Nainital 11645 11455 106 29 55 
Pauri Garhwal 5322 4321 11 19 971 
Pithoragarh 2578 2431 5 4 138 
Rudraprayag 2720 2586 1 2 131 
Tehri Garhwal 2436 2038 10 7 381 
U.S. Nagar 8906 8589 15 5 297 
Uttarkashi 1727 1535 9 5 178 
Total 95347 90869 808 286 3384 
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COVID-19 Vaccination 


21s' July 2022 


* Sessions Held Today: 786 
* Number of Beneficiaries Vaccinated Today: 26604 
* Total Number of Beneficiaries Partially Vaccinated: 9070055 
* = Total Number of Beneficiaries Fully Vaccinated: 8603839 
*% = Total Number of Beneficiaries Given Precaution Dose: 876364 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker peel 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘3tbtse | and bose | _ Dose ee base nts ee eeralll sedan wee 
Ve oe pees a oese Coverage | Coverage | Coverage | Coverage | Coverage | Coverage ISITE: ene Bose 
Dose Dose Coverage | Coverage Dose 
Almora 19078 12325 29238 23511 384284 358393 6024 6034 9959 9765 51542 45 698 
Bageshwar 10173 7972 14138 13224 186390 173144 2515 2521 2323 2403 32636 53 351 
Chamoli 15124 13491 19728 19063 275296 271843 3988 4022 6494 6637 54113 7 1553 
Champawat 10776 8419 13516 12994 184915 173888 2255 2318 7588 7534 26032 135 1103 
Dehradun 65962 41441 102684 80145 1581193 | 1488653 37248 36730 30672 31329 186757 483 2809 
Haridwar 73708 36553 83704 53417 1520210 | 1465881 17789 17639 48479 48483 119016 739 5008 
Nainital 42216 27079 53291 41850 759378 741323 14196 14010 20117 20244 79631 411 2840 
Pauri 22593 17429 32719 31011 455823 438945 7923 7944 7107 7199 70962 71 914 
Pithoragarh 16164 12231 23762 20972 328043 320169 4096 4115 8321 8418 34022 38 951 
Rudraprayag 8825 6462 12622 11102 174330 160867 2466 2456 2692 2713 23289 36 601 
Tehri 23385 20727 31321 29631 401328 369005 6254 6317 4930 5050 63585 377 1947 
US Nagar 62227 53214 93442 90722 1360594 | 1392693 12498 12627 34802 34071 93338 344 4444 
Uttarkashi 13312 10108 18276 16714 237087 228049 3462 3488 5002 5112 41441 184 462 
Total 383543 | 267451 | 528441 | 444356 | 7848871 | 7582853 | 120714 | 120221 | 188486 | 188958 | 876364 | 2923 | 23681 


